






Ruth A. Gorka has been 
Promoted to Scanner Ordering 
Systems Coordinator. She has 
been with K mart since 1970. 

Ms. Gorka will be in charge of 
the ongoing maintenance of 
the Scanner Ordering System 
‘as weil as the implementation 
of new procedures relating to its use. 





- Dorothy A. Brandes has 
been promoted to Vendor 
Transmission Coordinator. She 
Started with K mart in 1973. 

Ms. Brandes will be 
responsible for the continued 
development of vendor 
transmission capabilities 

between KiHband vendors. The ongoing 
development of this program will dramatically 
reduce the flow of paper, while at the same time 
improve our merchandise turn-around time 





Wilma |. Williams has been 
Promoted to MOPS Buying 
Office Training Coordinator. 
She started with K mart in 1963 

Ms. Williams will supervise 
the implementation and 
training related to the further 

‘ development and refinement 
of the Merchandise Order Processing System. 





Susan J. White has been 
promoted to Centralized 
System Merchandise 
Coordinator. 

Ms. White started with K 
mart in 1973. Her background 
includes store experience, 

t Fashion Accessories District 
Manager in the Central Region and having Cross 
Training with K mart Apparel. Ms. White reported 
to KIH in 1982 in Fashion Accessories Oper- 
ations and K mart Apparel Operations. 





Russell R. Rumley has been 
promoted to Merchandise 
Coordinator of N.F.L. (Names 
For Less) Program. He will work 
out of our K mart Apparel 
Office in North Bergen, New 
Jersey 

Mr. Rumley joined K mart in 
1964. In 1965 he became a Men's Wear 
Department Manager. Mr. Rumley worked as a 
Traveling Supervisor of Men's Furnishings in 
1966. After being promoted to an Assistant to 
Buyer, Mr. Rumley was assigned his present 
position of Associate Buyer in 1968. 





Wayne C. Sales has been 
promoted to Senior Buyer of 
Sporting Goods. He has 
been Sales Manager for K mart 
Enterprises since 1981. 

Mr. Sales started with the 
company in 1968 as an 
. employee at K mart 4084 
Lynchburg, Virginia. He went into Sporting Goods 
Management Training in 1969 and was promoted 
to a Department Manager in 1970. He has 
managed the Sporting Goods Departments at 
two K mart stores before being promoted to 
District Manager in 1973. He was promoted to 
Assistant Buyer in 1976 and Buyer in 1977 




















company in 1969 as a Service 
Manager at K mart 4258, Akron, Ohio. After 
managing stores in Ohio and Michigan areas, he 
was promoted to District Manager in the Central 
Region in 1971, and to Assistant Regional 
Manager in 1973.In 1973, he was promotedto — 
Automotive Regional Manager in the Eastern 
Region. He was promoted to Automotive 
National Service Manager in 1980. 


John W. Gallup has been 
Promoted to Sporting Goods 
Buyer. Prior to this promotion 
he was a Regional Merchandise 
Manager in the Central Region. 

Mr. Gallup started his 

oe Sporting Goods training at K 

mart 4192 Southfield, Mi in 

1971. After managing the Sporting Goods 
Department at two K mart stores he was 
Promoted to Sporting Goods District Manager of 
the Flint, Mi District in 1976. He was then 
Promoted to Regional Merchandise Manager in 
1979 
















Raymond T. Weber has been 
promoted to Buyer in 
} Department 33 Packaged 
@* @ Delicatessen, Beer and Wine. 
Mr. Weber joined K mart in 


ave 1948. After managing several 


Kresge, jupiter and K mart 

stores, he served as District 
Manager in the Central Region and in 1974 was 
Promoted to Security and Safety Director at KIH. 






ar 


Mr. Weber was promoted to Buyer of All Store 
Equipment and Supplies in 1977. 


Murton E. Katt has been promoted to 
Associate Buyer in Department #46 Men's 
and Boys’ Wear. 

Mr. Katt joined K mart in 1969. He served 
in merchandising positions of the Schiller 
Division in Handbags, Hats, and Scarves. He 
has also been responsible for Hair Goods at 
the Schiller Warehouse. Mr. Katt was 
promoted to his present position of Associate 
Buyer of Fashion Accessories at KIH in 1982. 


Ronald E. Menard has been promoted to 
Associate Buyer in Department #46 Men's 
and Boys’ Wear. 

Mr. Menard began his career with K mart as 
Director of Merchandising Operations, Fashion 
Accessories in the Eastern Region in 1972. In 
1976 he served as Fashion Accessories 
Regional Manager in the Eastern Region. Mr. 
Menard was promoted to his present position 
as Associate Buyer in Fashion Accessories at 
KIH in 1982. 

Gary A. Hague has been appointed to 
Associate Buyer in Department 6 Small 
Appliances 


Darrel U. Schmidt, Director 
of Store Merchandising has 
been promoted to Director of 

ae Store Operations in the 
Midwestem Region 

Mr. Schmidt started with K 
mart in 1955. During this time 
he has managed three Kresge 

stores, one jupiter store and three K mart stores. 
In 1975 he was appointed District Manager in the 
Midwestem Region. in 1981, he was appointed 
Director of Store Merchandising. 





